







3. ) Insurance : Restaurant-owner shall furnish a certificate of insurance providing commercial insurance coverage of at 
least ($25,000) for bodily injury, death, disability, and property damage liability. The Town of Arlington shall be named 
as an additional insured on a primary, noncontributory basis for any liability arising directly or indirectly from the 
operation of a sidewalk cafe. In the event the insurance is cancelled, the permit holder has 24 hours to reinstate the 
insurance or the permit shall be revoked. The permit holder shall immediately inform the Town Clerk if insurance under 
this provision is revoked and shall not operate the sidewalk cafe until insurance is restated in accordance with this 
requirement. 

4. ) Compliance Requirements : By signing this application, the Applicant agrees to accept and comply with the following 
requirements: 

• All services provided to sidewalk cafe customer and customer activity must occur within the 
designated sidewalk cafe area. 

• Permit holder is responsible for proper supervision of the sidewalk cafe in order to ensure the 
requirements of this section are met. 

• Permit holders must ensure that the requirements for operation are met. These include: 

o Patrons must wear shoes and shirts at all times. 

o All sidewalk cafes must maintain at least one opening for ingress and egress at all times. All 
sidewalk cafes shall abide by all requirements of the currently adopted International Building 
Code and the American's with Disabilities Act. 

o To the extent applicable, sidewalk cafes must adhere to all regulations pertaining to food and 
beverage enforced by the Board of Health and Board of Selectmen. 

o All areas within and surrounding a sidewalk cafe must be maintained in a clean, neat, and 
sanitary condition. 

o All permit holders shall be required to abide by all federal, state, and local laws. 


5.) Revocation : The sidewalk cafe permit may be revoked for failure to maintain the standards required for the 

initial permit. A notice of intent to revoke a sidewalk cafe permit shall be given in writing 10-days prior to actual 
revocation and shall specify the area or areas of failure to meet requirements and maintain conditions the Town may 
have imposed. If, during that period, proof of compliance is made to the satisfaction of designated Town Inspectors by 
the holder of the permit, the permit shall be continued in force. 

• Applicant certifies that all current property taxes due on its licensed premises are paid if property is owned by 
the Applicant. 

• Applicant agrees to permit the Town to periodically verify the accuracy of information contained in this 
Application and agrees to provide information requested to verify the accuracy of the information and the 
Certifications contained in this Application. 

I have read and fully understand the above rules and regulations applying to the approval of this permit. 

Dated_, 20_ By:_ 

(Signature) 


(Print Name & Address) 




